Field Inspection leport 

Philip Morris 

MARKET PORTLAND, ME _ T/ A TAP REPRESENTATIVE HARRY TICHNOR 

DATE_5/2/84_ PLANT PORTLAND JET PORT_ PROGRAM COMMUTER CLOCK 


The Commuter Clock at the Portland Jet Port, Portland, Maine 
was inspected on Wednesday May wnd. 

The clock displayed the April Marlboro copy (Denim Jacket), 
had the correct time, and was fully illuminated. 


Harry Tichnor 
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Source: https://www.industrydocuments.ucsf.edu/docs/lgfm0004 


2040972 



